Titanic 


no expert or engineer 
clamed unsinkable, 
but virtually so. We 


elbow qualifiers aside, 
bloodying those craps 
objecting to lessened 


precision to exalt 
ourselves, encore. 


No hope for it 
can yet be scanned. 


